Revolution Counters 


THE VEEDER MANUFACTURING CO. 

HARTFORD, CONN. 

MAKERS OF CYCLOMETERS, ODOMETERS, TACHOMETERS, TACHO- 
DOMETERS, COUNTERS AOT) FINE DIE CASTINGS. 


COUNTERS AND TACHOMETERS 


Absolutely reliable instruments for 

the indication of speed or the recording 
of output from machines. 

Essential in Scientific Management 

for the Piece Work Records. 

ELEVATOR MILEAGE 

Recorders which we furnish make 
it possible to keep satisfactory records 
of service and upkeep. 




Veeder Clutch.Speed Counter 


No. 14 Ratchet Counter 
(Cut Full Size) 


Counters, both ratchet and 
__ revolution, for practically every 

I purpose. Especially suitable for 

^ t use on Punch Presses, Voting 

Machines, Cash Registers, Slot 
Machines, Railway Semaphores, 
Neo-styles, Telephone Pay Sta- 
tions and Automatic Machinery. 

^ We illustrate only two of our 
many styles. 

^ , VEEDER FORM C TACHOM- 

t Counter i?'r‘i7T>c 

Size) itliiKa 

The Form C Tachometer is a 
portable instrument for indicat¬ 
ing revolutions per minute of 
dynamos, motors, shafting, etc. 
The only moving part is the 
paddle wheel in the centrifugal 
1 ?^" ' ..i pump. This has radial blades 

I i and hence indicates when run 

J ; in either direction. When pad- 

Kjk \ revolved, the liquid is 

1 1 Qi 1 (SRI 1 forced out of pump and up the 
SB|f I indicating tube by centrifugal 

FINE DIE CASTINGS 

I When accurately made parts 

„ ^ ^ are wanted in large quantities, 

No. 4 Revolution Counter ., , i- 1 / 

(Cut Full Size) they may be manufactured most 

economically by casting to their 
finished size and shape. Our 
alloy has a tensile strength of about 15,000 lbs. and compres¬ 
sive strength of 20,000 lbs. It is about equal in strength 
to aluminum or cast iron. 

Complete Catalogue on request. 


No. 4 Revolution Counter 
(Cut Full Size) 


Form C Tachometer 





